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Mr. Herman Kretz, 
United states Mint, 
Juniper & Chestnut Sts. ,Philadelpvhia. 
Dear six: 
We are informed by Mr. Wm. M. Aiken,Supervising Arehitect, 
that next week specifications would be issued for certain ventilating 
work in the Philadelphia Mint,and would ask if you will kindly favor 


us with plans and specification so that we may submit an estimate for 





the work. 
Very truly yours, 
Dice by Ce He G. Deeg ge ; 
oF : BE ie feast Manager Phila Brandh 
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B.F. Sturtevant Co. 

Exhaust Fans, Steam Hot Blast Apparatus, etc. 
Philadelphia, 

June 17, 1896 


Mr. Herman Kretz, 
United States Mint, 
Juniper & Chestnut Sts., Philadelphia. 


Dear Sir: 

We are informed by Mr. Wm. M. Aiken, Supervising Architect, that next week 
specifications would be issued for certain ventilating work in the Philadelphia Mint, and would 
ask if you will kindly favor us with plans and specification so that we may submit an estimate for 
the work. 

Very truly yours, 

BF. Sturtevant Co. 

By C.H. Gifford C. 

Manager Phila. Branch. 


Dic. By C.H.G. 


[Noted at the bottom: ] 
The above work postponed indefinitely - MacLaue 


Sept. 9 /96 


